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PART III 


Factories and Boilers Department 


NOTIFICATION 


No . E1/7040 /2015/F & B . 

Dated, Thiruvananthapuram , 12th November 2015. 
The following is the Select List of the officers as 
approved by Government on recommendations of the 
Adhoc DPC (Lower) for promotion to the category of 
Additional Inspector of Factories and Senior 
Superintendents in the Factories and Boilers Department. 


Select List for the post of Additional Inspector of 
Factories and Senior Superintendents for 

the year 2015 
1. Sri K . K . Ajithkumar 
2. Smt. Bindu Ammal, P . S . 
3. Sri P. Dinakaran 
4. Sri Ramesh , T. 


(Sd .) 
Director of Factories and Boilers 

Convenor DPC (Lower). 
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